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— FROM DR. MCLUCAS © | oO - en 
-. WITH.THE SUCCESSFUL RECOVERY OF THE FINAL BUCKET a 
| & THE PT PPROGRAM ON 31 “ay 19725 Tadd fv SONS 
GRATULATIONS TO THOSE OF THE DIRECTIR-A “FATRAL oe 
INT ELIGENCE. THE PROUD RECORD OF Tyr L-—— SYSTEM 
@ULD ONLY HAVE BEEN ACHIEVED THROUGH THR Wioye 
.@OPERAT ION AND SUPPORT OF ALL YOUR OAGANIZATIONS, 
- VELL ‘DONE. a ee 


. ‘ .  GONTROL SYSTEM ONLY _ae j 


Jcelassified and Released by theaN& 
in Accordance with E. O. 12958 
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